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simulate defeat and retire, some to the rear, in order to lure
on the enemy to a greater distance, some to the side-streets,
where they could fall upon the Eomans when they should re-
treat. This was done. The garrison detachment pursued the
apparently broken Carthaginians, and these, turning upon

Citadel of Tarentum.

them at a given signal, took them in flank and rear, killed
a large number, and drove the rest into the ditch. But the
citadel had meanwhile been firmly held and Hannibal profited
little by his stratagem.

The lines finished, Hannibal withdrew to a camp outside
the town, near the river Galesus. But, restless under the
menace of the presence of the Eomans in the citadel, he soon
returned and attempted siege-operations. These proved un-
successful, as the garrison had been made too strong by a
reinforcement from Metapontum. While he was getting his
siege-machinery into place, the Eomans made a determined
sortie upon the works, and managed to burn his towers, vinese
and artillery. It would seem that the citadel could not havenibal from its use, the greater
